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The original solution has a specific gravity of 1.140,
while that charged with the zinc sulphate has a spe-
cific gravity of 1.272. Hence the liquid once used
sinks to the bottom and is constantly replaced by
fresh, unchanged solution. A circulation is thus
established which has a considerable influence upon
the constancy of the current.

THE INDUCTION COIL

Sparks for the explosion are best obtained by
means of a Ruhmkorff inductor. Too small a coil
should not be chosen, but one about 15 cm. long will
be found sufficient. If the induction coil is too small,
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it may easily occur that the spark is too weak to
ignite a gas mixture which is but slightly explosive.
The author would further recommend, even though
in hundreds of analyses he has never known an ex-
plosion pipette to burst, that the instrument be placed
behind a screen of plate glass before making the
explosion, so that the experimenter may surely be
protected against accident.